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Drying Cable Splices by Desiccants 


By C. D. HOCKER 
Outside Plant Development 


OR many years the drying of 

cable splices has been done by 

“boiling out’”—that is, repeat- 
edly pouring hot melted paraffin over 
the paper insulation. This method is 
effective but has the disadvantages of 
involving some fire hazard, of being a 
cause of burns to workmen, and of 
generating fumes which are often 
objectionable in buildings. 

In a new method recently placed on 
general field trial, splices in lead- 
covered cable are dried by a granular 
desiccant which is put in among the 
conductors after the wire splicing 
work is completed. The bundle of 
spliced conductors and the desiccant 
are then compacted by a spiral 
wrapping of muslin, and covered in 
the usual manner. by a lead sleeve. 
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The new method involves no boiling 
out of conductor insulation with hot 
paraffin no matter how long the splice 
is unsheathed for wire joining work. 

Only a few of the many desiccating 
materials available could be hopefully 
considered for trial in cable splices. 
Silica gel, anhydrous aluminum, and 
anhydrous calcium sulphate or gyp- 
sum are about the only readily avail- 
able desiccants which are practically 
insoluble, nonacid, and _ nonalkaline 
so that they could be expected to have 
no deleterious effect on the insula- 
tion of the cable. 

The matter of how to evaluate 
desiccants as splice driers could be 
most satisfactorily determined by 
trying the materials in actual splices. 
Accordingly, trial splices as shown in 
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Figure I were made between short 
pieces of cable in the laboratory, the 
work being done under the direction 
of D. T. Sharpe in humidified rooms 
where the cable insulation could 
readily absorb moisture. In each ex- 
periment, when the wire splicing 
work was done, desiccant was put 
into the splice, a lead sleeve wiped 
on, and measurements were then 
made at intervals to chart the rise of 
insulation resistance between cable 
conductors as the desiccant absorbed 
the moisture that was given up by 
the insulation. 

The early exploratory experiments 
with splices in the laboratory showed 
that it was possible to dry splices 
with desiccants as completely as by 
paraffin boiling, but the time required 
was much longer. Laboratory tests on 
actual splices showed that silica gel 
and anhydrous calcium sulphate were 
more effective than anhydrous alu- 
mina. Calcium sulphate is less ex- 
pensive than silica gel and was there- 
fore selected, in a specially prepared 
form based on many trials, as the 
desiccant most advantageous for dry- 
ing cable splices. 

This desiccant will absorb a little 
over 6 per cent of its weight of water 
and still have a zero vapor pressure. 
This means that if a pound of desic- 
cant is sealed in a splice containing an 
ounce of water, all of this water will 
gradually evaporate and pass over to 
the desiccant where it will be held. 
If the splice contains more than an 
ounce of water, the pound of desic- 
cant will absorb some of the addi- 
tional water but not all of it. 

Much of the work on desiccants 
was directed toward finding a tech- 
nique for using them which would 
make them dry splices as effectively 
and rapidly as possible in practical 
use. A desiccant in a splice can dry the 
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insulation only by absorbing the 
water vapor which has evaporated 
from the paper and diffused to the 
surface of the desiccant. The oppor- 
tunity for rapid diffusion of the water 
vapor through a tightly bound mass 
of cable conductors is inherently not 
very good. Accordingly, to achieve 
rapid drying it is necessary to use an 
adequate quantity of the material, 
and to distribute it properly in the 
cable splice. 

The first field trials used a method 
of distributing the desiccant which 
was selected from among several 
studied in the laboratory. Sausage 
shaped bags of the desiccant were 
placed lengthwise among the con- 
ductors of the splice and also wrapped 
around the ends near the wiped joint 
locations. The bags, which were made 
of cheesecloth, were 34 inch in diam- 
eter and 12 inches long. Desiccant 
bagged in this manner effectively 
dried the splices in all cases tried. 
However, the use of the bags of desic- 
cant was discontinued because it in- 
volved the trouble of filling the bags 
in the field or of packaging the pre- 
filled bags in too many sizes of sealed 
containers. 

The method recommended for in- 
troducing the desiccant is illustrated 
in Figure 2. About half the granular 
desiccant is trickled into the spaces 
among the conductors made by 
spreading them apart and the rest is 
placed in the ends of the cradle of 
muslin near the sheath butts. The 
total quantity of desiccant recom- 
mended is sufficient to take up com- 
pletely all the moisture present even 
if the insulation contains the extreme 
amount that the paper and paraffined 
sleeves can absorb when exposed for 
a three-day splicing period in a highly 
humid manhole. The small size of the 
desiccant granules makes it easy to 
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trickle them into the spaces among 
the conductors. The granules are 
relatively soft—about as easily crush- 
able as a chalk crayon; consequently 
they do not harm the paper insula- 
tion when the splice is compacted by 
spiralling on a wrapping of muslin 
preparatory to putting on the lead 
sleeve. 

To facilitate its use in the field and 
to avoid waste of material, the desic- 
cant is packaged in only three'sizes of 
cans with screw-tops and seals: ca- 
pacity one-eighth pint, one-half pint, 
and one quart. After a can has been 
opened, any material left in it at the 
end of a day is thrown away to make 
sure that no desiccant spoiled by 
moisture absorption is used in splices. 

Some splices treated with desiccant 
quickly attain very high insulation re- 
sistance between conductors. Others 
require days or even three or four 
weeks to reach the high values. Typi- 
cal variations in the time required for 
desiccated splices to attain high insu- 
lation resistances are illustrated by 
measurements made on the eight 
splices comprising an underground 
installation of 1800-pair cable. The 
resistance measurements were made 
between individual 100-pair groups 
and all the other wires plus cable 
sheath. In the fastest drying splice, 
made in a dry atmosphere, all 100-pair 
groups tested above 1000 megohms 
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immediately after completion of sleeve 
wiping. In the slowest drying splice, 
made in a deep, highly humid man- 
hole, the different 100-pair groups 
tested 6 to 250 megohms immediately 
after completion of the sleeve wiping, 
but all had attained 1000 megohms 
in twenty-one days. In the completed 
installation of cable the different 
100-pair groups tested fourteen to 
1000 megohms eighteen hours after 
completion of the final splice, and all 
showed resistances of more than 1000 
megohms after thirty days. 

A lagging recovery is not partic- 
ularly serious for cable telephone cir- 
cuits because they will operate as 
long as the insulation resistance be- 
tween the conductors of a pair is only 
a fraction of a megohm. Even when 
splices are exposed to 100 per cent 
humidity for two or three days while 
being worked on, the insulation re- 
sistance between wires of pairs does 
not drop to values low enough to pre- 
clude circuit operation. Presumably 
inoperative circuits might result if a 
cable installation contained a sufh- 
cient number of highly humidified 
splices, but this could hardly happen 
when the desiccant drying scheme is 
used. The splices could not all be 
made at one time, and the ones first 
completed would have reached high 
insulation-resistance before the last 
splice was made. 
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Fig. 1—In the laboratory method of testing desiccants the cable ends are prepared first. 

The white wires are separated from the colored wires of each pair and grouped (W, WW’, 

C, C’) after which lead caps containing desiccant (D) are wiped on. The cable is then 

cut at the mid-point and spliced in an atmosphere of high humidity. Desiccant is 

introduced into the splice and a lead sleeve wiped on. The insulation resistance is then 
measured periodically as the desiccant dries the splice 
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Fig. 2—Using desiccant in a cable splice. After the wires are joined a cradle of muslin 
is tied over the splice; part of the desiccant is then trickled into the spaces among the 
conductors and the rest placed near the sheath butts 


Tardy recoveries of insulation re- 
sistance are of some import in deter- 
mining methods of testing desiccant 
dried splices. If splices which are dis- 
posed to lag in recovery are tested 
when newly completed, they will not 
pass the standard insulation resistance 
requirement of 500 megohms per mile 
measured between any wire and all 
the other wires of the cable plus the 
sheath. However, in all field trials 
made to date this required insulation 
resistance has been attained or ex- 
ceeded after a period of time. 

The rapidity with which a desic- 
cant can dry a splice depends not only 
on the amount of moisture present 
but on several other conditions which 
affect the ease of diffusion of the mois- 
ture from the insulation to the desic- 
cant. Thus, small splices usually dry 
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more quickly than large ones. Tight 
binding of splices, which usually 
cannot be obviated, tends to show up 
the drying rate. Paraffined insulation 
of sleeves give up their moisture more 
slowly than unwaxed ones. In fact, 
there is some evidence that the drying 
period of two or three weeks observed 
for certain large splices has been re- 
quired because of the time needed to 
dry the paraffined sleeves. 
Conventional technique in cable 
splicing includes the impregnation of 
the paper insulation with hot paraffin 
or a mixture of paraffin and splicing 
oil. This serves the double purpose of 
affording some protection against 
moisture and of stiffening the insu- 
lation so that it will break at the 
sharp bend where the two wires are 
first brought together. There is little 
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Fig. 3—Making a laboratory test of a completed splice filled with desiccant. The 
insulation resistance between conductors was measured at intervals while the desiccant 
absorbed the moisture given up by the insulation 


doubt that much of the pulp insula- 
tion can be satisfactorily or at least 
reasonably easily stripped in splicing 
work without any oil or wax treat- 
ment. Some splicers, after a little 
practice, like to handle the insulation 
dry but others prefer it treated. How- 
ever, there is a tendency for pulp 
insulation to toughen and become less 
easy to strip after exposure for several 
hours in a humid atmosphere. 

After trial of several materials, the 
one selected to aid insulation stripping 
was a light mineral oil a little heavier 
than kerosene, which has been de- 
nominated as “cold stripping” oil. A 
light oil of this type is quickly ab- 
sorbed by and penetrates this paper 
insulation when applied cold and it is 
also less of a deterrent to rapid drying 
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of the insulation than paraffin or 
heavy oil. 

The method finally developed for 
applying the oil comprises application 
of the material with a paint brush if, 
when, where, and in the amount 
needed. The splicer starts the wire 
work with the insulation unoiled and 
unwaxed. If any group of wires on 
which he is working seems to need a 
stripping aid, he oils them by touch- 
ing the oil filled brush to the wires at 
the point where he is crossing the 
wires to break the insulation for 
skinning. This scheme, which enables 
the splicer to control the time and 
quantity of oil application, has seem- 
ingly worked well in limited field 
trials. The headpiece of this article il- 
lustrates the method of applying theoil. 
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Apprehension was felt that the 
selected desiccant, being plaster of 
Paris in chemical nature, might harden 
into a rock-like mass in a splice if 
water got into it and a repair would 
become impossible. Reassurance on 
this point was provided by several 
laboratory experiments in which water 
was allowed to seep into desiccated 
splices slowly—at a rate such as 
would occur as a result of a defective 
wiped joint or the development of a 
small crack in the sleeve. Water ad- 
mitted at such a rate began after 1 
to 3 hours to lower the insulation re- 
sistance of some of the cable pairs to 
the point that trouble conditions 
would be indicated in a central office. 
Continued admission of water at the 
same rate would bring half or more of 
the conductor pairs to a troubled con- 
dition in another two hours. Ordi- 
narily in plant maintenance during 
this additional two-hour period some 
attention would have been directed 
toward stopping the influx of water at 
the affected splice. In every experi- 
ment when the splices were opened at 
the end of the additional two hours, 
the desiccant could be shaken out 
without damaging the insulation and 
in every case the splice was restored 
to high insulation values by putting 
in fresh desiccant. 

One associated telephone company 
in its work in urban sections has 
made fairly extensive trials of the 


desiccant drying method during and 
since its transition from the labora- 
tory development stage. The method 
has been found to be so advantageous 
for work in buildings that it has al- 
ready come into extensive use. It is 
also finding favorable applications in 
aerial and underground work, par- 
ticularly in the case of old splices 
which have been boiled out so often 
that the insulation has become brittle. 
It has also been used successfully to 
dry out wet spots which have been 
caused by defective sheath. 

A general field trial now in progress 
will largely determine the extent to 
which desiccant drying will find ad- 
vantageous application. It is expected 
that the new method will be very 
helpful in indoor splicing work. In the 
telephone plant as a whole, the 
method will likely find more ready 
utilization in new cable installations 
than in maintenance work; and easier 
application to pulp insulated cables 
than to strip paper ones. There is no 
evidence of possible impairment of 
the quality of the cable plant by the 
proposed use of desiccant nor reason 
to expect any long-time change in the 
condition of dryness of splices. The 
degree of extension of desiccant dry- 
ing to the aerial and underground 
cables would seem to depend largely 
on what experience teaches concern- 
ing its economics and its reception 
by the people who work with it. 
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22A Radio Transmitter 


By W. K. CAUGHEY 
Radio Development 


HE use of radio communica- 

tion by police has been steadily 

increasing since the entrance 
of the Western Electric Company into 
this field in 1930. The first transmit- 
ters were designed for the high fre- 
quencies just above the broadcast 
range, but more recently the use of 
ultra-high frequencies has proven 
particularly effective. In this very 
high frequency range there is avail- 
able a five-watt car transmitter, and 
station-house transmitters of five, 
fifty, and 500 watts power, which were 
described in the Recorp for June, 
September, and November of 1935. 
The effectiveness of the car trans- 
mitter is generally acknowledged, and 
is indicated by the increasing use of 
this unit by police. The five-watt sta- 
tion transmitter is also popular, par- 
ticularly in towns of small area. The 
fifty-watt transmitter and 500-watt 
amplifier are of more elaborate de- 
sign, and meet the transmission re- 
quirements for installations in the 
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larger communities. Lately, however, 
a demand has arisen for a_head- 
quarters medium-power station trans- 
mitter that will be low enough in cost 
to meet the economic restrictions im- 
posed by conditions in many medium- 
size towns, and yet will incorporate 
many of the recent advances in radio- 
transmitter design. 

A new transmitter, known as the 
22A, has been developed for this 
purpose. It delivers twenty-five watts 
of carrier power into a coaxial trans- 
mission line throughout the frequency 
band 30-42 megacycles. Besides its 
power-output rating, the transmitter 
differs from other existing Western 
Electric police transmitters in many 
respects. A new mechanical design is 
used, which attains certain economies 
in manufacture and at the same time 
gives the transmitter a modern ap- 
pearance. A high-gain audio amplifier 
is incorporated to permit the use of a 
low-level high-quality dynamic type 
of microphone. In the amplifier an 
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automatic gain-control circuit re- 
duces over-modulation, and provides 
other advantages that are inherent in 
such circuits. 

The transmitter consists of a single 
chassis, on the upper surface of which 
all the equipment is mounted in three 
well-ventilated compartments with 
removable covers. Besides providing 
the necessary shielding, these com- 
partments group the apparatus ac- 
cording to its function in the circuit. 
The left-hand compartment contains 
the power-supply apparatus; the cen- 
ter compartment, the radio-frequency 
equipment; and the right-hand com- 
partment, the audio-frequency equip- 
ment. The operating controls are on 
the front of the chassis, and consist 
of a filament on-off switch with signal 
light, and a carrier-control key which 
turns on the carrier when operated 
downward, and provides a tone-signal 
for an “attention call’’ when operated 


upward. The radio-frequency output 
meter, located on the front of the 
center compartment, indicates the 
current at the input of the trans- 
mission line. 

All connections to the transmitter 
are made through the bottom of the 
chassis. The power-supply and con- 
trol conduits are run through the 
table top, and terminate beneath the 
transmitter, and the wires are pro- 
vided with sufficient slack to allow the 
chassis to be readily tilted back so 
that the equipment on the under side 
may be inspected. 

The antenna transmission-line con- 
nection presented an interesting prob- 
lem because of the inflexibility of the 
seven-eighths-inch diameter trans- 
mission line and the requirement that 
this line must terminate very close to 
the output current meter, which is 
located near the top of the trans- 
mitter. Any appreciable length of 


Fig. 1—The use of a short removable section of transmission line permits the transmitter 
to be tipped back for inspection 
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open lead to the meter would prevent 
it from indicating actual transmission- 
line current. A satisfactory solution 
was obtained by terminating the 
transmission line from the antenna in 
a junction box on the under side of 
the table top directly below the 
meter, and installing a short remov- 
able section of transmission line be- 
tween the box and the output current 
meter. This short section of trans- 
mission line and the 22A Radio Trans- 
mitter, tilted back for inspection of 
the apparatus beneath the chassis, is 
shown in Figure 1. 

The audio-amplifier section of the 
transmitter has a gain of approxi- 
mately 100 db. Although this is con- 
siderably more gain than is used in 
the other existing police transmitters, 
it was obtained without undue ex- 
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pense by the use of resistance-coupled 
voltage amplifier stages employing 
high-gain receiver type tubes, and an 
audio-frequency power amplifier using 
tubes of the beam type. The gain is 
sufficient to give close-talking opera- 
tion with a dynamic microphone such 
as the No. 633A.* A d-c microphone 
supply is incorporated in the unit so 
that either a double-button low-level 
or a single-button high-level carbon 
microphone can be used. Provision is 
also made for an input connection 
from a telephone line. 

Although automatic gain-control 
has been applied to radio receivers for 
many years, the 22A is the first com- 
mercial transmitter to take advantage 
of it. In this transmitter, the control 
is effected automatically in the audio 
amplifier, and reduces the gain of 

the amplifier when the 
a: applied signal level ex- 
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the Recorp.} The circuit 
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speech input, reduces dis- 
tortion due to over-mod- 
ulation, and allows an in- 
crease in the average per- 
centage of modulation. 
For police application, 
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where a monitoring op- 
erator is not ordinarily 


transmission employed, this feature 


as is a distinct advantage, 


since it automatically 


controls the irregularities 
imal and differences in speech 


= characteristics of car dis- 
Patchers, who may talk 
*Recorp, November, 1937, 80. 


Fig. 2—-Simplified schematic of the 224 radio transmitter {Recorv, January, 1938, p. 179. 
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at various loudness levels and at dif- 
ferent distances from the microphone. 

A simplified schematic of the trans- 
mitter is shown in Figure 2. The 
audio-frequency amplifier, shown in 
the upper part of the diagram, sup- 
plies the audio power 


mitter may be converted into an 
audio oscillator to transmit a dis- 
tinctive tone-signal for the attention 
call when the circuit is changed by 
the operation of a relay. This relay 
may be contolled either by the man- 


necessary to com- 
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cation, two resistance- 3 -!0 

coupled and two trans- 6 _,, 

former-coupled. The © 

automatic gain control 

is effected by feeding #_2, 

back a portion of the 3 ; 
-30 


audio-frequency volt- 
age in the plate circuit = -35| 4 


of the third amplifier, 7 
-40 


rectifying it in the -100 -95 -90 
diode section of the 
second amplifier and 
applying the resultant 
d-c voltage as a bias voltage to grids 1 
and 3 of the first amplifier. The charac- 
teristics of this latter tube are such 
that the amplification can be varied 
over a large range without introducing 
excessive distortion, simply by vary- 
ing the bias voltage applied to the first 
and third grids. Figure 3 shows the 
static characteristics of the automatic 
gain control of the transmitter as 
measured with a tone signal. The 
diode rectifier in the second audio- 
amplifier tube is biased by the voltage 
drop across the cathode resistor, so 
that rectification occurs only for sig- 
nals having a peak amplitude in ex- 
cess of this voltage. This produces the 
change in slope in the characteristic 
curve. The amplifier operates nor- 
mally and at full gain until the signal 
applied exceeds a certain value, —70 
db in Figure 3; beyond this point the 
gain is automatically reduced. 

The audio amplifier in this trans- 
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Fig. 3—Automatic gain-control characteristics 


ual tone-carrier key located on the 
front of the transmitter, or by a semi- 
remote control switch. When the 
relay is energized, a series-resonant 
tuned circuit is connected between 
the cathode circuit of the second 
amplifier stage and the plate circuit 
of the fourth, or audio-frequency, 
power amplifier stage. 

The radio-frequency equipment con- 
sists of a crystal-controlled oscillator 
employing a pentode tube operating 
at one-fourth the carrier frequency, a 
doubler stage using a beam-type 
power tube, and a radio-frequency 
output stage employing two beam- 
type tubes connected in parallel. 
Continuously variable inductors are 
used for tuning the various radio- 
frequency circuits, thus maintaining 
high efficiency over the frequency 
range of the transmitter without the 
use of plug-in coils. These inductors 
are adjusted by a screw-driver from 


83 


the front of the panel. The potenti- 
ometer connected in the screen-grid 
supply circuit of the doubler tube 
provides a radio-frequency gain con- 
trol to compensate for output varia- 
tions of the oscillator. Of particular 
interest is the use of a center-tapped 
inductor between the plates of the 
parallel-connected tubes of the radio- 
frequency output stage, to prevent 
parallel singing without introducing 
appreciable inductance or loss at the 
operating frequency. 

The power-supply equipment is of 
conventional design employing two 
separate rectifiers, one for the plate 
supply and one for the grid-bias, 
microphone, and control circuits. The 
use of the grid-bias supply for energiz- 
ing the control circuit of the plate- 
supply rectifier provides a simple 


safety method to insure grid-bias 
voltage when the plate-supply rec- 
tifier is operating. 

One of the interesting features is 
the method of measuring tube currents 
for tuning the transmitter. Instead 
of incorporating milliammeters, three 
pairs of pin jacks that accommodate 
the test prods of a voltohmmeter are 
mounted in the center compartment. 
The pin jacks are connected to 
meter resistors in the essential cir- 
cuits of the transmitter, and are of 
such value that only the zero-to-three 
volt range of the voltohmmeter is 
used, and multiplication factors are 
employed to obtain actual current 
measurements. This arrangement is 
a definite saving to the customer 
since a voltohmmeter is usually on 
hand for servicing radio equipment. 


Demonstration of Clearance Indicator for Airplanes 


An airplane’s clearance above the terrain has hereto- 
fore been determined by subtracting the terrain altitude 
above sea leavel, as read from a map, from the plane's 
altitude as read from an aneroid barometer. Should the 
pilot be ignorant of his location, his estimate of his clear- 
ance may be widely in error; barometric irregularities 
are a further source of inaccuracy. 

A terrain clearance indicator which reads directly and 
continuously in feet, from 50 to 5000, has been developed 
in Bell Telephone Laboratories. Public demonstrations 
were recently made in a plane of United Air Lines. It 
operates on the principle of a radio echo from the terrain. 
Frequency of the outgoing wave is varied according to a 
straight-line curve. The return wave, being delayed by 
transit to the terrain and back, has the frequency of an 
earlier epoch; how much earlier is determined at every 
instant by the difference in frequency of the outgoing 
and the returning wave. This difference 1s then propor- 
tional to the length of path. It is determined by generating 
a “difference frequency” by modulation and measuring 

that frequency with a meter. 
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Time Intervals in 


Telephone Conversation 


By O. J. MURPHY 
Circuit Research 


N A telephone conversation one 

party normally speaks for a short 

time, pauses and the other party 
replies. In many instances, however, 
the process is not so orderly; one 
speaker may pause and then resume 
speaking or the listener may begin to 
reply without waiting for the end of 
the talker’s speech. In any case the 
time-pattern of the conversation may 
be described in terms of three ele- 
ments: “‘talkspurts’” during which 
there is speech by one party or the 
other, pauses within talkspurts, and 
pauses between talkspurts by alter- 
nate parties. These latter two ele- 
ments have been called resumption 
times and response times. The magni- 
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tude of these time intervals is of 
importance to the telephone engineer, 
particularly in toll circuits equipped 
with automatic voice-operated de- 
vices which restrict conversation to 
one direction at a time. 

By making oscillographic records 
of telephone conversations these fac- 
tors have recently been studied at the 
Laboratories. The conversations took 
place on a circuit between Chicago 
and New York which was used only 
for Bell System business. Recordings 
were made with a six-string rapid- 
record oscillograph* whose strings 
were energized by speech power from 
the two talkers and by control cir- 


*REcORD, 4ug., 1930, p. 580; Fan., 1935, Pp. 145. 
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cuits. This arrange- < 
ment is indicated in 3 Pa w 
Figure 1, the particular 8 7 80 § 
shown having been set 286 60 
$5 2845 
which were goingonat 4 4042, 
the same time. The 
machine was started at q 
the beginning of each 8 * 7 a me: 
call and run contin- # || 
uously at a speed of 0.05 01 0203 05 | 23 5 #4 20 


about twenty feet of 
film per minute. This 
arrangement gave a 
complete pictorial rec- 
ord of the conversational interchanges. 

Sample oscillograms are shown in 
Figure 3. The speech energy is given 
on. traces three and four counting 
from the top down, the upper being 
from Chicago and the lower from New 
York. The cyclic waves on string two 
indicate lockout, which is the simul- 
taneous blocking of transmission in 
both directions by voice-operated de- 
vices. Traces five and six show when 
control of the circuit, i.e. operation of 
both echo-suppressors, was held by 
the talker at Chicago and New York, 
respectively. These traces were made 
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Fig. 2—The talkspurt which occurs most frequently lasts 0.25 
second. The average value is approximately four seconds 


by an oscillator which was used con- 
currently to drive an escapement-type 
electric clock for measuring the total 
duration of the call. 

The oscillogram at the top was 
selected to show the simplest type of 
conversational interchange. New York 
had been talking but had reached the 
end of his talkspurt. Approximately 
0.4 second later Chicago responded. 
His talkspurt apparently consisted of 
three syllables, and then after about 
0.3 second New York responded and 
continued to talk. The second film was 
selected to show a less simple type of 
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Fig. 1—Schematic of the circuit used in recording with an oscillograph the time intervals 
occurring in telephone conversations 
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CHICAGO. RESUMPTION. TIME 


NEW YORK RESPONSE TIME 


CHICAGO ESTABLISHMENT 


Fig. 3—Oscillograms of talkspurts are shown on traces 3 and 4. Trace 2 indicates 
when lockout occurred. Traces 5 and 6 show when the control of this circuit was held by 
the talker at Chicago and New York, respectively 


interchange wherein a long pause 
within the talkspurt prompted the 
listener to reply. In this instance the 
time intervals were such that a lock- 
out resulted. Since the remainder of 
the talkspurt by the original talker, 
Chicago, was short and 


spurts. The fourth example was chosen 
to illustrate a negative response time. 
In this case Chicago began to reply 
before the end of New York’s talk- 
spurt; no lockout occurred, but the 
first part of the reply was lost be- 


the responding party, , 20 _ 
New York, continued SUMMATION 
talking, the circuit was 63'6 
established in New $5 
York’s direction after Be '2 
the lockout. In the OBSERVATIONS 
third oscillographic S< a 
pause, but the inter- # --- 
rupting party did not o 06 06 #10 L2 16 18 


gain control of the cir- 
cuit. This is an exam- 
ple of concurrent talk- 
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TIME IN SECONDS 


Fig. 4—Duration of pauses during talkspurts. Most frequent 
occurrence . 


35 second; average time about 0.7 second 
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GO RESPONSE TIME™ t*NLY. RESPONSE TIMES i 
BEGINNING CHICAGO TALKSRURT NEGATIVE RESPONSE 


cause the circuit continued to be 
established in the opposite direction. 
The speech traces shown in Figure 3 
were recorded at New York. The 
party responding at Chicago heard 
the previous talker not at the time 
shown on the film but two-tenths of a 
second later, because the circuit intro- 
duced that delay in transmission. 
Likewise his response from Chicago 
did not begin at the time recorded but 
about four-hundredths of a second 
earlier. The apparent response times 
were corrected for these delays when 
the results were computed. 
Observations were made on fifty- 
one calls which totaled a little over 
13,000 seconds. At the recording speed 
of 20 feet per minute this gave about 
4,400 feet of oscillograms. In all cases 
recording began at the start of the 


—— 
SUMMATION 


cision of 0.01 second. These data from 
each of the calls were tabulated b 

grouping together values which fell 
within each of a regular progression of 
time intervals. The results were 
plotted as time-distribution curves 
and are shown in Figures 2, 4, and 5. 

Talkspurts only 0.25 second lon 

occurred most frequently which indi- 
cates that monosyllabic replies are by 
far the most numerous. The summa- 
tion curve of Figure 2 shows that 
these monosyllables, together with 
terse replies or questions under one 
second in duration, constitute about a 
third of the talkspurts. There were a 
few very long talkspurts: 27 exceeded 
30 seconds, and of these 2 were over 
120 seconds long. During the longest 
talkspurt, which lasted 143.82 sec- 
onds, there were 62 resumptions of 
conversation following 
silent intervals ranging 
from 0.34 to 4.04 sec- 


@ 


onds. About 60 per 
cent of the talkspurts 


BSERVATIONS — 
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\ OBSERVATIONS 


a 


contain no pauses; 
these comprise all the 


> 


monosyllabic replies 


and about half the 
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longer talkspurts. 
i. When talkspurts with 
25 3.0 a given number of re- 
sumptions are sorted 


PER CENT OF OBSERVATIONS — 
SCALE B (SUMMATION) 


Fig. 5—Duration of the pause between a talkspurt and the 
reply. Most frequent occurrence 0.25 second; average time 
about 0.4 second. About 7% of the pauses are negative and 
represent a reply before the end of speech by the first party 


according to length, 
almost all talkspurts 
which have no resump- 
tions are under 6 sec- 


call but in some instances the film 
ran out before the termination of the 
call. The oscillograms, which ranged in 
length from 29.6 to 660.8 seconds, rep- 
resented calls whose mean duration 
was 430.5 seconds. The speed of re- 
cording was such that the time inter- 
vals of the talkspurts and pauses 
could readily be measured with a pre- 
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onds. Inthelonger talk- 
spurts resumptions occur about every 
31% seconds. The total time taken by 
resumptions amounts to about 17 per 
cent of the total talkspurt time. 

A preliminary study under different 
conditions gave results that agreed 
with these data. This suggests that the 
time intervals found heré are charac- 
teristic of American telephonic speech. 
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; of the 
MONTH 


Los Angeles Daily 


iT 


News 


R. C. Newhouse (left) demonstrating the terrain-clearance indicator during a flight 
over Los Angeles on October 14 


News of the Month 


THE FIRST COMMERCIAL service over a type-J 
carrier telephone system began in September 
between Dallas and San Antonio, the system 
being placed in service a few days ahead of 
the scheduled date. This was followed by a 
system between Dallas and Long View, and 
both systems have been operating satisfactorily 
since. Each type-J system yields twelve two- 
way channels which are in addition to the type-C 
and voice-frequency channels on the same open- 
wire pair, making a total of sixteen telephone 
circuits derived from a single pair. 

IMMEDIATELY following the New England hur- 
ricane, several high-frequency radio telephone 
links were put into service for areas completely 
cut off from the outside or where regular service 
was badly disrupted. Keene, New Hampshire, 
was completely cut off from the outside. A radio 
link between Keene and Gardner, Massachu- 
setts, was placed in service which tied into the 
toll lines to Boston. Apparatus was installed at 
Westerly, Rhode Island, to supply toll service 
between Boston and New York. This equipment 
could tie in with either Green Harbor, Massa- 
chusetts, or Staten Island, N. Y. Block Island, 
completely without service to the mainland due 
to the cable house being washed away, was tied 


in with a radio link to Newport. Other equipment 
was also placed in service to ridge the gap be- 
tween Warren and West Warren, Massachusetts, 
Members of the Laboratories who codperated 
with the New England Telephone and Tele- 
graph Company in the installation and operation 
of the apparatus involved were A. B. Bailey, 
W. P. Fisher, W. H. C. Higgins, W. E. Reichle, 
and W. A. Funda. In the next issue a detailed 
story will be published. 

ENGINEERS OF THE Radio Development group 
who participated in the development and tests 
of the radio altimeter that was invented by 
Lloyd Espenschied and described on page 84 of 
this issue were R. C. Newhouse, W. H. C. Higgins, 
R. F. Lane and R. H. Ricker. Mr. Newhouse, 
with collaboration of the United Air Lines engi- 
neers, demonstrated the instrument at New York, 
Washington and Chicago to military and air 
transport authorities and to the press. 

F. B. Jewett and L. Montamat attended the 
General Assembly of the Telephone Pioneers of 
America held in Toronto, Canada, on September 
30 and October 1. Mr. Montamat also attended 
the meeting of the Executive Committee of the 
Association held in Toronto on September 29. 

O. E. Bucktey attended the 
Operating Vice-Presidents’ con- 
ference held in Chicago on Sep- 
tember 15 and 16. 

O. B. BLackweE t has been ap- 
pointed chairman of the Head- 
quarters Committee of _ the 
A.I.E.E. for the 1938-1939 year. 

W. Witson and Joun MILLs 
attended the Bell System Public 
Relations Conference at Princeton 
during the week end of September 
24. Mr. Mills described the de- 
velopment of the various exhibits 
for the New York and San 
Francisco Fairs. 

Tue WestTERN EL ectric Post 
of the American Legion has in- 


f 
W. P. Fisher and W. A. Funda of the Laboratories and 


T. M. Taylor and E. Hazlett of the New England Telephone 


the Laboratories as officers: E. L. 
Erwin, Commander; C. W. 


and Telegraph Company at the transmitting control point of Stevens and K. F. Rodgers, Vice- 
the Keene, New Hampshire, and Gardner, Massachusetts, Commanders; E. G. Andrews, 
radio link placed in operation following the recent hurricane Adjutant; L. B. Eames, Asst. 
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Adjutant; J. H. Bullwinkel, Fi- 
nance Officer; and H. A. Reybert, 
Sergeant-at-Arms. The Executive 
Committee members from the 
Laboratories are R. B. Buchanan, 
O. H. Danielson, and A. J. 
Engelberg. Delegates to the New 
York County Organization are 
H. A. Doll, J. C. Kennelty, W. A. 
Bollinger, J. N. McTighe and 
C. F. Swasey. 

G. E. Atkins gave a talk on 
Magnetic Telephones at the au- 
tumn meeting of the New York 
Post of the American Signal 
Corps Association. The meeting 
was held on the twenty-eighth of 
September at 195 Broadway. 

R. T. Staptes and W. J. 
KIERNAN, on separate trips to the 
Point Breeze plant of the Western 
Electric Company, discussed cord- 
development problems. 

W. A. SHewuart and H. F. 
Dopce, on September 8, attended 
a conference on Engineering and 
Industrial Statistics at the Massachusetts Insti- 
tute of Technology. Dr. Shewhart presented a 
paper, The Application of Statistical Method in 
Mass Production, which was later discussed at 
the conference by Mr. Dodge. 

DuRING THE THIRD quarter of 1938, the follow- 
ing Laboratories employees have enrolled as 
members of the Telephone Pioneers of America: 

W. Belits N. Flynn J. B. Irwin 

T. C. Campbell F. H. Graham J. C. Jeskie 

H.R. Clarke G.F.Heuerman A. A. Mayer 

H. F. Dodge A. L. Petizon 

AMONG THE MEMBERS of the Laboratories who 
were at the Hawthorne plant of the Western 
Electric Company during September were A. C. 
Walker, who discussed the requirements for 
washed cotton; J. G. Ferguson, manufacturing 
problems encountered with P.B.X. and unat- 
tended dial offices; G. T. Ford, engineering 
phases of the new DSA switchboard for crossbar 
offices; H. I. Beardsley, S. T. Curran and E. C. F. 
Matthews, manufacture of the new key-equipped 
combined telephone set and associated apparatus; 
Mr. Beardsley also discussed the new telephone 
set intended for use in explosive atmospheres; 
H. G. Mehlhouse, the manufacture of the crossbar 
switch; H. A. Frederick, H. O. Siegmund, J. R. 
Townsend, C. R. Moore and N. R. Stryker, 
apparatus for central office switching and sub- 
station uses. On this and on another trip Mr. 
Townsend discussed material problems and Mr. 
Stryker discussed noise tests for telephone dials. 
C. A. Wickstrom and M. W. Lane of Hawthorne 
visited the Laboratories to discuss problems re- 
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The receiving point at Troy, New Hampshire, for the 
Gardner-Keene radio telephone link 


lating to the manufacture of station apparatus 
and of the combined telephone set, respectively. 

B. O. Temp.eton and G. C. Porter were in 
Smyrna and Dover, Delaware, to make tests on 
coin collectors. 

E. W. Nixes and F. S. Corso discussed tele- 
phone recesses in the new Sixth Avenue subway 
with representatives of the New York Telephone 
Company and the New York Transit Com- 
mission. They also visited Queensboro and Mr. 
Corso visited Kearny in connection with work 
on telephone booths. 

R. V. Terry visited the Calculagraph Com- 
pany at Harrison, New Jersey, to discuss the 
calculagraphs used for recording the time on 
toll tickets. He also visited the Haydon Manu- 
facturing Company at Forestville, Connecticut, 
in connection with a new switchboard clock. 

T. S. Huxnam visited the Shaw Insulator 
Company at Irvington in connection with mould- 
ing problems. 

I. V. Wituias, at Kearny, discussed materials 
for use in hard-of-hearing sets. 

W. J. Farmer and J. P. Guerarp have re- 
sumed their field tests on cable sheath at Chester. 

M. WHITEHEAD went to the P. R. -Mallory 
Company plant in Indianapolis to discuss electro- 
lytic condensers. He also discussed a telephone set 
for use in hazardous locations with members of 
Underwriters Laboratories in Chicago. 

R. L. Hanson and G. A. Benson visited the 
Philadelphia toll office to study noise conditions 
in operating rooms, with particular attention to 
ticket distributing equipment. Mr. Hanson, with 
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J. J. Murphy of the. American Telephone and 
Telegraph Company and M. R. Waidler of the 
Western Electric Company, also visited the 
National Cash Register Company at Dayton. 

AT THE FIRST meeting of the Radio Colloquium 
held at Deal Laboratories, F. B. Llewellyn spoke 
on Recent Advances in Amplifier and Vacuum 
Tube Circuit Research. Dr. Llewellyn discussed 
multiple feedback amplifier circuits, tube noise 
and vacuum tubes possessing extremely high 
values of transconductance. 

AT THE AUTUMN meeting of the American 
Chemical Society at Milwaukee, a paper was pre- 
sented by D. A. McLean and L. A. Wooten on 
Cation Exchange in Cellulosic Materials. Mr. 
McLean also visited the Forest Products Lab- 
oratories at‘Madison, Wisconsin, and the Dexter 
Paper Company at Windsor Locks, Connecticut. 
At the latter plant he discussed the production 
of experimental samples of condenser paper. 

H. W. Hermance attended the meetings of the 
American Chemical Society at Milwaukee and 
then visited Chicago to discuss the application of 
microchemical methods at the Hawthorne plant. 

A PAPER By J. H. Ingmanson and A. R. Kemp 
on The Effect of Temperature on Mechanism of 
Oxidation of Rubber was presented by Mr. 
Ingmanson at the New York group meeting of the 
American Chemical Society on September 1. 

In A LETTER to the editor published in the 
August 6 issue of Nature, W. E. Campbell and 
U. B. Thomas discussed the formation of films on 
freshly abraded copper surfaces. 

H. E. Ives is one of the seven speakers selected 


A. H. Sass 


G. A. Locke 


to address the Television and Facsimile Course 
being given by the Communication Group of the 
New York section of the American Institute of 
Electrical Engineers. 

Dr. Ives’ paper, The Transmission of Motion 
Pictures Over a Coaxial Cable, presented before 
the Society of Motion Picture Engineers at 
Washington last April was published in the 
September issue of the Institute’s fournal. 

Type-K CARRIER equipment being installed in 
repeater stations at New Brunswick and Prince. 
ton and at Morrisville, Pennsylvania, was re- 
cently inspected by J. A. Coy, A. Kenner and 
H. E. Marting. 

V. T. CALLAHAN discussed the requirements for 
gasoline-driven generator sets with manufac- 
turers at Canton, Ohio. 

J. H. Soxe spent several weeks with machine 
manufacturers at Schenectady, Cleveland and 
Fort Wayne. 

H. T. LancaBeer observed generator opera- 
tion at various central offices in Hartford, Stam- 
ford and Bridgeport. 

C. H. AcHENBACH discussed unattended com- 
munity dial power plants with the engineers of 
the operating companies at Dallas, St. Louis 
and Chicago. 

Recent iy, C. B. Sutliff, L. C. Roberts and 
H. H. Spencer were in Charlotte where tests are 
being made of ground potential compensator 
equipment. 

THE TRIAL INSTALLATION of lacquered multiple- 
bank wire in the new step-by-step office at 
Fairfield, Connecticut, was visited by G. H. 


C. H. Berry 


of the Plant Department com- of the Systems Development of the Systems Development 
pleted thirty years of service Department completed thirty Department completed thirty- 
in the Bell System on the years of service in the Bell five years of service in the 
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Ernest Vaupel 


Downes, W. G. Freeman, D. S. Myers and E. B. 
Wood with representatives from the American 
Telephone and Telegraph Company and the 
Installation Department of the Western Electric 
Company. 

J. W. Smiru, who has spent several months in 
Honolulu on a radio installation project, has 
returned to New York. 

C. S. Know.ton recently made a trip to 
Chicago in connection with new voltage-relay- 
controlled power plants. 

A. O. Casey of the Apparatus Development 
Department retired from active service on the 
thirtieth of September. Following graduation 
from Union College in 1899 with the B.S. degree, 
Mr. Casey spent a number of years with the 
American Locomotive Company. On May 20, 1918, 
he joined the Western Electric Company’s 
Engineering Department as a member of the 
specifications group of the Apparatus Develop- 
ment Department. He was first engaged in the 
engineering of special orders and after two years 
of this work he transferred to a group respon- 
sible for the establishment of requirements for 
apparatus repaired for customers and apparatus 
repaired for resale. Since 1922 he has been 
concerned with the preparation of manufacturing 
information on relays, repeating coils, resis- 
tances and other central office apparatus of a 
similar nature. 

ON THE THIRTIETH of September Ernest 
Vaupe! retired from active service. After gradu- 
ating from the public school in Long Island City 
in 1896, Mr. Vaupel took evening courses in me- 
chanical drawing at Cooper Union, while working 
as a mechanic during the day. Later he became a 
toolmaker with the Neptune Meter Company 
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A. O. Casey 


G. B. Roch 


and then an instrument maker with the Splitdorff 
Magneto Company. In 1912 he came to the 
Western Electric Company as an instrument 
maker in the Development Shop. At this time, 
machine-switching equipment was in its infancy 
and coin collectors not as readily available as 
now and he spent many years working on this 
type of equipment. For several years he had 
charge of “short order” work and later super- 
vised a group of instrument makers engaged in 
the construction of sound-picture apparatus and 
telephotograph transmitters and receivers. At 
his own request he retired after an active career 
of forty-two years in the Development Shop of 
the Laboratories and in other companies. 


G. B. Rocx of the Development Shop retired 
from active service on the last day of September. 
In 1912 Mr. Roch joined the Western Electric 
Company as an instrument maker in the model 
shop of the Engineering Department. Four years 
later he spent considerable time at the plant of 
J. R. Montgomery and Company in Windsor 
Locks, Connecticut, working with their engineers 
on the development of tinsel conductors for 
telephone cords. 

Mr. Roch became a supervisor in the model 
shop in 1918, his particular work being in charge 
of the manufacture and assembly of radio equip- 
ment for government use. Following the war he 
was in charge of a group engaged in the making of 
general telephone apparatus as designed by the 
Apparatus Development Department, particu* 
larly loading and retardation coils, transformers 
and condensers. For the past five years Mr. Roch 
has been in charge of a group of instrument 
makers in the Development Shop of the Plant 
Department engaged in “short order” work. 
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AFTER GRADUATING with the degree of B.S. in 
Electrical Engineering from the University of 
Pennsylvania in 1910, R. E. Ottman remained 
for a year at the University as an instructor. 
He then joined the American Telephone and 
Telegraph Company and for two years carried on 
maintenance work in the Philadelphia toll office. 
The following two years were spent with the 
Engineering Department of the Cutler-Hammer 
Manufacturing Company. In 1915 he joined the 
Western Electric Company where, in the Physical 
Laboratory, he spent the next five years in the 
development of cords and protection apparatus. 

Mr. Ottman then transferred to the Systems 
Development Department and he has since then 
been engaged in toll work principally in the de- 
velopment of various types of toll testing and toll 
switchboard equipment. His first work in this 
department was in connection with the power 
equipment for the Key West-Havana cable. He 
then worked on the specifications for the toll-line 
and repeater equipment for the Stockholm- 
Goteborg and Tokyo-Okayama cables. Following 
this he was concerned with determining the engi- 
neering requirements for the 135-cycle ringing 
generators, including the layout of machines and 
associated equipment; the development of the 
start-stop distributor signaling system for 
straightforward toll lines used between New York 
and Philadelphia; the design of relay rack ar- 
rangements for phantom and composite equip- 
ment; and the early development of the No. 5 
toll-test board and the No. 3 toll switchboard. 
More recently he has been associated with the de- 
sign and development of the No. 8 test and control 
board, the No. 17 toll-test board and the recent 
improvements made in the No. 1 toll switchboard. 
On October 4 Mr. Ottman received a five-star 
emblem signifying twenty-five years of service. 


R. E. Ottman 
[vi] 


L. W. Parker 


ON THE sIxTH of October L. W. Parker com. 
pleted twenty-five years of service in the Western 
Electric Company and the Laboratories. Mr. 
Parker, after graduating with the degree of B.S, 
in Electrical Engineering from Tufts College in 
1913, joined the student course of the Western 
Electric Company at Hawthorne. The installa. 
tion part of this course took him to the trial 
installation of the semi-mechanical dial system at 
Newark where he remained for eleven months. 
In February, 1915, he transferred to the Engi- 
neering Department at West Street where he 
made relay studies in the machine-switching 
group of the Systems Development Department. 
Later he had charge of a group testing pulsing, 
stepping, counting and similar relays. 

In 1920, at the time that straightforward 
trunking was adopted, he was responsible for the 
testing of this type of equipment. Since 1927 he 
has been in charge of the relay requirement group 
of the Central Office Switching Development 
Department, the principal function of which is to 
provide relays that will meet the circuit condi- 
tions set up by the various design groups. For the 
past few years he has assisted in the development 
of the U-type and Y-type relays and in applying 
them to the circuits developed for crossbar. 

J. D. Husse.t, who received his degree of 
M.E. in Electrical Engineering from Ohio State 
University in 1913, completed a quarter century 
of service in the Western Electric Company and 
the Laboratories on the sixth of October. He 
joined the student course of the Western Electric 
Company at Hawthorne. For his installation 
training he was sent to the semi-mechanical 
panel-system trial at Newark where he remained 
for nearly a year. He then transferred to the 
Systems Development Department at West 
Street on the design of wind- 
ings for relays used in machine- 
switching circuits and was 
placed in charge of the group 
a year later. In 1919 his re- 
sponsibilities were increased to 
include windings of relays for 
all telephone systems. Five 
years later he was concerned 
with the design of circuits for 
special purposes and with cost 
comparisons of proposed tele- 
phone switching systems. 

Mr. Hubbell transferred to 
the Apparatus Development 
Department in 1927 where he 
was first engaged in the design 
of relays, ringers and message 
registers and then in the de- 
velopment of apparatus for the 
panel-dial system, particularly 
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such power apparatus as the 
sequence switch, elevator and 
selector apparatus and its as- 
sociated multiple bank, and a 
type of step-by-step selector 
utilized in the panel system 
and for other purposes. For 
the past year he has been con- 
cerned with the design and de- 
velopment of the ringers used 
in the combined telephone set. 
* * 

W. E. Stevens’ first associ- 
ation with the Bell System was 
during summer vacations while 
attending the University of 
Maryland where he studied 
electrical engineering. He 
worked in the Installation De- 
partment of the Western Elec- 
tric first at Woodbury, New 
Jersey, then in the territory of the Chesapeake 
and Potomac Telephone and Telegraph Company 
and later for a short time in the New England 
territory. In 1915 he was sent to the semi- 
mechanical panel installation at Newark and 
since then he has been continuously associated 
with the panel system. Later that year he was on 
a similar installation in Wilmington; when this 
job was completed, about the time the United 
States entered the World War, he left to join the 
Army. For seventeen months he was in France 
as a sergeant in the 58th Regiment, Coast 
Artillery. 

Upon being mustered out in the fall of 1919, 
Mr. Stevens joined the Engineering Department 
at West Street and his first work was in the 
laboratory of the Systems Development Depart- 
ment on the testing of panel-line finders. From 
1923 to 1925 he had charge of the groups testing 
panel circuits. Since then he has been in the 
circuit design group of the Central Office Switch- 
ing Development Department where he was asso- 
ciated with the design and development of the 
circuits for the panel-tandem system, the first 
installation of which was in the suburban tandem 
office at the East 13th Street office. For the past 
eight years he has been concerned with current 
engineering on panel-selector circuits. On the 
twenty-fifth of October Mr. Stevens received a 
five-star emblem signifying his completion of 
twenty-five years of service in the Western 
Electric Company and the Laboratories. 

G. E. Stowe and O. J. Morzenti recently 
visited the toll office at Paterson in connection 
with a trial installation of an improved method of 
timing toll calls. 

Durine Avucust, A. J. Wier, E. M. Smith, 
A. Kenner, H. E. Marting and J. A. Coy visited 
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¥. D. Hubbell 


W. E. Stevens 


repeater stations on the New York-Philadelphia 
section of the New York-Charlotte cable-carrier 
project in connection with design problems. 

R. E. Kine spent several days in Cleveland and 
Painesville, Ohio, in connection with the cutover 
of intertoll dialing equipment. 

C. F. Boeck and K. H. Perkins have been 
measuring transmission characteristics of a 
special transmission line constructed at Chester. 

F. J. Stncer attended the cutover of the first 
installation of a 101 teletypewriter line concen- 
trating unit in the Pacific territory at Aberdeen, 
Washington, and while there kept in close touch 
with the progress of the cutover of another unit 
at Lewiston, Idaho. 

* * * * * 

TuHeEoporE Paut, who retired in 1932 after 
thirty-one years of active service in the Bell 
System, died on September 19. His extensive 
service in the telephone industry began in 1892 
with the Western Electric Company and included 
several years in the independent field. From 1919 
until the time of his retirement he had been in the 
trial installation group of the Equipment De- 
velopment Department where he was engaged in 
preparing equipment and circuit information and 
specifications for field operating trials. 

Tue Type-J CARRIER telephone installations in 
Florida and Texas have engaged the attention of 
several members of the Laboratories. C. W. 
Green and E. I. Green, with F. A. Cowan and 
E. Nichols of the Long Lines Department, ob- 
served preliminary system tests between Jack- 
sonville and West Palm Beach; they also visited 
Miami to observe the transmitting, receiving and 
terminal equipment of the Central American 
radio telephone system. H. B. Noyes, with the 
assistance of Long Lines Department personnel, 
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completed crosstalk balancing on those cables 
which form a part of the Florida system. A. W. 
Lebert has gone to Florida to take part in various 
tests and L. T. Wilson is at West Palm Beach for 
the overall crosstalk tests. C. E. Clutts and F. A. 
Hinshaw have returned to New York after 
spending several months on lining up and testing 
the installation. In Texas, A. J. Aikens and W. C. 
Babcock have been making tests of noise and 
crosstalk. Mr. Babcock was also at several points 
of the Florida trial. L. M. Ilgenfritz and A. L. 
Whitman have been in Texas to inspect the car- 
rier systems there and observe tests in progress. 

G. P. WenNNEMER and W. D. Miscu_er have 
been at stations on the Toledo-South Bend cable 
route to assist in the testing of the initial com- 
mercial installation of the Type-K carrier system. 
O. H. Loynes has been in Toledo taking part in 
the tests of this installation and also of the 
Detroit-Toledo system. 

Durinc Avucust and September, A. A. Heber- 
lein, J. R. Wilson, and H. A. Pidgeon visited the 
Long Lines offices at Princeton, Ligonier (Penn- 
sylvania), Cincinnati, Atlanta, Charlotte, and 
intermediate points to Washington in connection 
with vacuum tube studies. 

E. W. Apams and J. W. Scumiep were in Wil- 
mington, Delaware, during the month of Sep- 
tember in connection with patent litigation. 


R. L. Kaytor and J. W. GooperHam made 
radio-frequency induction measurements in three 
small towns in Maryland served by community 
dial offices. 

A. J. ZERBARINI attended a hearing before the 
Primary Examiner at the Patent Office in Wash- 
ington in interference proceedings. 

S. M. Surron visited Philadelphia in connec. 
tion with work on mortar bandage conduit j joints, 

W. J. Latty, with W. H. Hill of the Western 
Electric Company, was in Hartford on clay 
conduit studies. 

J. H. Gray and L. S. Inskip recently made a 
trip to Forked River and Barnegat, New Jersey, 
to conduct lightning studies on buried wire. 

Four-sTaR sERvicE emblems signifying the 
completion of twenty years of service in the 
Bell System were awarded to seven members of 
the Laboratories during the month of October. 
In the Research Department, H. A. Pidgeon 
completed twenty years of service on the twenty- 
first; in the Systems Development Department 
Miss Kathryn E. Joyce on the seventh, Bartow 
Koopman on the thirtieth and C. C. Munro on 
the fourteenth; in the Personnel Department, 
R. J. Heffner on the twelfth; in the Plant Depart- 
ment, Morris LeBoff on the thirtieth; and in the 
Patent Department, C. D. Richard completed 
twenty years of service on the thirty-first. 


MEMBERS OF THE LABORATORIES TO WuHom Patents WERE IssuED 
Durinc THE MontH oF SEPTEMBER 


A. E. Bachelet C. B. Feldman 
M. W. Baldwin D. T. Eighmey 
B. G. Bjornson E. S. Gibson 
H. S. Black (2) F. J. Given 

A. E. Bowen W. R. Goehner 
L. J. Bowne C. H. Greenall 
J. G. Chaffee C. W. Halligan 
V. I. Cruser J. A. Kater 

A. M. Curtis 


C. S. Knowlton R. K. Potter 

J. P. Laico A. J. Rack 

F. R. Lamberty A. L. Samuel 

R. N. Marshall G. C. Southworth (4) 
W. H. Martin H. M. Spicer 

D. Mitchell A. L. Stillwell 

E. Peterson D. E. Trucksess 

F. A. Polkinghorn I. G. Wilson 
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ITH the widespread prac- 
tice of providing addi- 
tional facilities in radio 
broadcast studios for simultaneous 
rehearsal and audition purposes,* 
loudspeaker monitoring systems rose 
to greater prominence. These systems 
have become in effect complex loud- 
speaker distributing systems for ex- 
ecutives, sponsors, and remote studio 
audiences. Amplifiers, which nat- 
urally form an essential part of such 
systems, required more careful con- 
sideration; and switching require- 
ments became more rigid—distribu- 
tion at telephone levels becoming 
mandatory to avoid possible cross- 
talk between program and monitoring 
systems. To provide more satisfactory 
apparatus to meet these changed con- 
ditions, the Laboratories developed 
the 94A and 94B amplifiers, which 


_ *Recorp, September, 1934, p. 2. 
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The New 94-Type Bridging Amplifier 
By J. B. HARLEY 


Commercial Products Development 


have found extensive use. Experience 
over the last few years has indicated 
certain desirable changes, however, 
and to provide them the 94C and 
94D amplifiers have now been made 
available. In all essential features 
these new amplifiers are the same as 
the two previous ones; the major 
modifications are the use of more 
efficient tubes, which may be either 
of the glass or metal type, more effec- 
tive shielding, and the increase in 
output power from 8 to 12 watts, or 
with modifications to 20 watts. 

It is essential that such amplifiers 
be adapted for bridging across low- 
level high-quality program circuits 
without affecting the transmission 
over these circuits. They are thus 
designed with a high input-impedance, 
and to make them independent of the 
impedance of the program circuit, the 
input transformer is so designed that 


89 


: 
' 
2 


the maximum devia- 
tion of the amplifier in 
either direction from a 
flat frequency charac- 
teristic is less than 2 
db at any frequency 
from 35 to 10,000 cy- 
cles, when working 
from impedances rang- 
ing between o and 
12,000 ohms. This 
gives them a wide appli- 
cation, since they may 
be connected across al- 
most any circuit with- 
out the use of special 
input transformers. It 
is essential also that the 
amplifiers be capable of use with 
loudspeakers in rooms varying in size 
from a small monitoring booth to a 
medium size auditorium, and their 
gain, noise level, and output should 
be adequate for this range of service. 
Besides their application to radio 
broadcasting studios, they are suit- 
able as monitoring amplifiers for 


Fig. 1—Although occupying but seven inches on a relay rack, 
the chassis of the 94C amplifier is not crowded, as is evident 
from this photograph of the underside of the chassis 


go 


Fig. 2—The 94C amplifier arranged for a 20-watt output 


telephone or sound-recording systems, 
and they may be used in conjunction 
with a carbon microphone to form 
announcing or paging systems. In 
such service the 94-type amplifier 
could drive loudspeakers in from 
twenty to thirty school rooms or in 
from 100 to 150 hotel rooms. 

The 94-type amplifier is intended 
for relay-rack mount- 
ing, but its recessed 
panel construction* 
adapts it also for 
mounting in a carrying 
case or cabinet with 
the mat side down, as 
shown in the photo- 
graph at the head of 
this article. Although 
it occupies but seven 
inches on a relay rack, 
the apparatus is not 
crowded as may be 
seen in the view of the 
underside of the chassis 
shown in Figure 1, 
where the mat that 
forms the front of the 
amplifier when it is 

*REcorD, July, 1938, p. 383. 
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mounted on a relay rack has been re- 
moved. These photographs are actually 
of the 94C amplifier, but the 94D dif- 
fers only in incorporating a power 
switch, and a gain control in the form 
of a potentiometer connected ahead of 
the input transformer. When the am- 
plifier is mounted on a relay rack, these 
are arranged to project through the 
front mat, but for carrying-case 
mounting they may be installed in 
the side of the chassis in knock-outs 
provided. 

The circuit arrangement of the 
amplifier is shown in Figure 3, where 
the gain-control potentiometer and 
power switch are shown in dotted 
lines. Two stages of amplification are 
employed, using pentode tubes in a 
push-pull arrangement. Those in the 
second stage are of the “beam” type, 
as indicated by the unusual symbol 
employed for their suppressor grid. 


Fither metal tubes or their glass 
equivalents may be used throughout. 
The resistance of the gain-control po- 
tentiometer is 25,000 ohms, which 
is high enough not to interfere with 
the use of the 94D as a bridging 
amplifier. 

The two-stage push-pull arrange- 
ment makes for a balanced circuit, 
which minimizes interference, and 
gives stability and increased freedom 
from harmonic distortion. The bal- 
anced structure is carried over into 
the input circuit where a balanced 
transformer that is electrostatically 
shielded connects to the input term- 
inals through two s000-ohm resist- 
ances, which with the unterminated 
secondary of the transformer pro- 
vides the high input impedance essen- 
tial in a_bridging-type amplifier. 
Stabilized feedback* is employed not 


*REcorD, June, 1934, p. 290. 
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Fig. 3—Circuit arrangement of the 94C amplifier. The addition of an input potenti- 
ometer and a power switch, shown in dotted lines, converts it to a 94D 
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only to reduce harmonic distortion 
generated within the amplifier, but to 
correct to some extent for variations 
in the load impedance arising from 
the many mechanical resonance peaks 
of the loudspeakers. 

Measurements on the 94C and D 
amplifiers made over a range of 
fundamental frequencies of 50-3000 
cycles show that they will deliver 
twelve watts to a nominal load im- 
pedance of either eight or 600 ohms 
with less than five per cent total har- 
monic distortion arising from any of 
these fundamental frequencies. At 
lower output levels, the harmonic 
distortion decreases, and at six watts 
is about one per cent. The output 
noise level, unweighted, is better than 
40 db below six milliwatts, and is 
60 db below when measured with a 
program noise meter,* which is based 
on the audibility characteristic of the 
ear. By a careful selection of tubes it 
is possible to drop the unweighted 
noise level to 60 db below reference. 
Although nominally rated at twelve 
watts, the output of the new ampli- 
fier may be increased to twenty watts 

*Recorp, March, 1936, p. 233. 
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by a few minor changes, including a 
rearrangement of the condensers and 
the addition of two heat shields. 
Figure 2 shows the amplifier ar- 
ranged for this larger output. 

Neither input nor output imped- 
ances are critical. The variation in 
gain of the amplifier as the impedance 
across which it is bridged is varied 
from two to 12,000 ohms is shown in 
Figure 4. The output transformer has 
taps for connection to load imped- 
ances of approximately eight or 600 
ohms; the former connection is used 
for direct connection to moving-coil 
loudspeakers, and the latter for con- 
nection to program circuits or high- 
impedance loudspeakers. There is 
very little variation in the power de- 
livered to loads between four and 
sixteen ohms on the low-impedance 
tap or to loads between 250 and 1000 
ohms on the high-impedance tap. This 
ability of the amplifier to be used 
over wide ranges of circuit impedance, 
together with its liberal gain and out- 
put, makes it suitable for many ap- 
plications other than the broadcast 
monitoring for which it was primarily 
designed. 
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Fig. 4—Variation in gain of 94C amplifier as the input 
impedance changes from 2 to 12,000 ohms 
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Magnetic Shields 


By W. B. ELLWOOD 
Physical Research 


HIELDS are often used to pro- 

tect electric and magnetic appa- 

ratus from stray magnetic fields 
which come from neighboring equip- 
ment, or even from the earth’s field. 
Iron boxes have served this purpose 
for over a century and many investi- 
gations have been carried out to 
determine their shielding character- 
istics. The results are not well known, 
however; and since new magnetic 
alloys far superior to iron for shielding 
have recently been developed the sub- 
ject justifies reviewing. 

The mechanism of shielding may be 
illustrated by the line-of-force dia- 
gram of Figure 1, where a cylindrical 
shield is shown at right angles to a 
uniform horizontal field in the plane 
of the diagram. The lines of force are 
diverted at the boundaries of the 
shield from the space within because 
the shield offers a path of less mag- 
netic resistance. Not all of the lines 
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are eliminated but by careful design 
the residual field inside can be made 
very small. In the attempt to obtain 
effective shielding heavy cast iron or 
permalloy boxes have often been used, 
but thin shields are actually more 
effective per unit weight than thick 
ones and the shielding can be in- 
creased considerably by using several 
concentric shields with air space be- 
tween adjacent units. Multiple shields 
are better because they have more 
boundary surfaces to deflect the field. 

The theory of shielding design in- 
volves an equation which expresses 
the ratio of the original field at any 
point to the field at the same point 
when protected by the shield. This 
ratio, usually designated as “‘c,” is a 
function of the magnetic properties 
and geometrical distribution of the 
material employed to form the box or 
boxes which constitute the shield. 
The equation can be solved for only a 
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very few practical cases, and the 
problem of shield design thus reduces 
to the proper choice and fabrication 
of materials to fulfill as nearly as pos- 
sible the requirements of the mathe- 
matical theory within the economic 
and space limitations prescribed. 

The simplest practical case amen- 
able to theoretical treatment is that 
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Fig. 1—A magnetic shield diverts most of 
the lines of force from the space inside the 
shield because it offers a path of less mag- 
netic resistance. The lines of force are re- 
fracted at the boundaries of the shield 


of a single spherical shell surrounding 
the device to be shielded. An approxi- 
mate formula for the shielding ratio 
isG= 4 (1 — 6%). In this formula yp is 
the reversible permeability of the 
material as measured ballistically in a 
ring specimen and is assumed very 
much larger than unity. The ratio of 
the internal to the external radii of 
the spherical shell is 6. For an in- 
finitely long cylindrical shield magne- 
tized perpendicularly to its axis the 


ratio is G 5 (1 —B*). Experiment has 


shown that Gc is reduced only by a 
factor of two in some cases, as for 
instance when the field is parallel to 
the axis. 

The values of G versus 1/6 for 
silicon steel shields in these two forms 
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are shown in Figure 2, curves A and B. 
Shells which are geometrically similar 
though of different size have the same 
shielding ratio. Curves a’ and B’ give 
the relative shielding per unit weight 
of material. For a value of 1/6 equal 
to 1.15 the shielding ratio is twenty; 
beyond that point the shielding per 
unit weight falls off so rapidly that 
thicker shields are uneconomical. 

The curves of Figure 2 are for a 
silicon steel for which the initial per- 
meability is about 400. By using 3.8 
per cent molybdenum permalloy, 
which has an initial permeability of 
approximately 20,000, a shielding 
ratio fifty times greater can be at- 
tained. Thus a shielding ratio of more 
than 1,000 is now obtainable with a 
single permalloy shield of economical 
dimensions. 

The cylindrical shields just dis- 
cussed were assumed to be infinitely 
long to eliminate end effects, but it 
has been found experimentally that a 
cylinder with a ratio of length to 
mean diameter of 1.25 gave about 
sixty per cent of the shielding of the 
infinitely long cylinder. Closing the 
ends of the shield with plates of the 
same material increased this to eighty 
per cent. 

Shields are ordinarily employed to 
protect against stray external fields, 
but they may also be used to prevent 
neighboring parts from being affected 
by the apparatus inside the shield. 
Thus the magnetic field set up by re- 
lays, inductance coils, transformers 
and permanent magnet structures 
may be practically restricted to a 
definite region by surrounding them 
with a shield. Equal and opposite 
magnetic poles, however, must be in- 
cluded within the same shield, since 
there is no shielding effect if only one 
pole is enclosed. A pair of straight 
parallel wires which carry and return 
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acurrent, for example, may be shielded 
by enclosing the wires in a cylindrical 
tube of magnetic material. If such a 
pair, occupying a space I/IO centi- 
meter in radius, is provided with a 
shield with walls 0.015 centimeters 
thick and 500, the shielding ratio 
will be approximately 30. 

If greater shielding is desired than 
can be provided by a single shield and 
if the ratio of the external to the in- 
ternal diameters of the shield may be 
greater than 1.5, multiple concentric 
shields may be employed. With them 
almost any amount of shielding can 
be attained except for the limitations 
of space and cost. The design of mul- 
tiple concentric shields is very compli- 
cated. In general the shielding factor 
of a system of two concentric shields 
is roughly equal to the products of 
their individual shielding ratios multi- 
plied by the ratio of the volume of the 
air space between them to the volume 
occupied by the shield system. This 
relation does not apply where the 
clearance space between shields is 
small. No great advantage is gained 
by multiple shielding 


an air space, if the ratio of successive 

‘ radii were 1.26, i.e. 1:1.26::1.6:2. This 
would require about thirty per cent 
less material. If instead of two shields 
separated by a single air space we 
divided the steel into four shields 
separated by three air spaces, with 
successive radii in the ratio of 1 to 
1.1, the shielding ratio would become 
2000. The shielding obtainable by 
using one of the shells of the double 
shielding system of silicon steel would 
be about thirty-eight; for the quad- 
ruple system a single shell would give 
about eighteen. 

In a single shell the shielding is pro- 
portional to the permeability of the 
material. For multiple shields, how- 
ever, the shielding varies roughly as 
wu" where n is the number of shields. 
This shows the advantage of using a 
high-permeability material such as 
3.8 molybdenum permalloy with its 
initial permeability of 20,000. 

Remanent magnetization of the 
shield material will cause it to produce 
a steady field in the absence of an 
external field but this field may be 


unless the volume oc- "T 

cupied by the shielding 

system is more than ASYMPTOTES 
four times the volume 
to be shielded. For ex- 33° [a 

ample, if the shield |\\ 
shown in Figure were 95° 

made of silicon steel ¢# CYLINDERS 
(u=400), the shield- 224 

ing ratio, G, would be 33a 

approximately eighty 5% 20}# 

since the ratio of the 


radii is two. The shield- 
ing ratio could be in- 


RATIO OF RADII OF SHIELD 


Fig. 2—The effectiveness of a magnetic shield depends not 

only on its permeability but also on the thickness of its walls. 

These curves show, however, that it is not economical to use 

very thick shields. Multiple shields are preferable when 
Space permits 


creased to more than 
500 by using two con- 
centric shields of sili- 
con steel separated by 
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compensated by that of another 
permanent magnet. 

The theoretical considerations pre- 
sented here have assumed constant 
fields but they can also be applied 
with caution to alternating or tran- 
sient fields provided the material 
is sufficiently laminated. Shielding 
against transient or alternating fields 
is sometimes impaired by having the 
material as a thick unlaminated wall. 
Eddy currents are then induced and 
may prevent the instantaneous change 
in magnetization of the shell walls 
which is needed to compensate for the 
changing field. Under those condi- 
tions it is desirable to laminate the 
material in a direction to eliminate the 
eddy currents. In practice, shields 
have been made of piles of ring stamp- 
ings separated by insulation or of a 
long spiral of material with insulation 
between turns. For a_ sufficiently 
short cylinder the effect of eddy cur- 
rents in a ferro-magnetic shield is to 
decrease its efficiency as the frequency 
increases. On the other hand for a 
non-ferromagnetic cylinder the efh- 
ciency increases with increase in fre- 
quency. The two effects may be 
superimposed in any practical case. 


A combination of a copper shell inside 
a ferromagnetic shield will produce a 
shield good for all frequencies as well 
as for steady fields. 

Magnetic shields should have high 
permeability in the range of field in- 
tensities to which they are subjected 
and for this reason several of the new 
magnetic alloys are especially useful 
as shield materials. If the field to be 
shielded out is very small, 3.8 molyb- 
denum permalloy may be used be- 
cause of its high permeability, high 
resistivity, and the fact that it can be 
obtained in sheet form. One heat 
treatment will produce the desired 
properties. A single shield having a 
shielding ratio of 1000 may be made 
of this material and where multiple 
shields are used, ratios of more than 
1,000,000 can be obtained. For inter- 
mediate fields up to five gauss the 
perminvars are suitable, especially 
where the effects of residual magneti- 
zation must be minimized and the 
field must be uniform, because these 
alloys have low remanence and con- 
stant permeability. If shielding is 
used at high fields, 50:50 iron-cobalt 
alloy is preferable since it has high 
permeability at high flux densities. 


The “fohn Fritz Medal for 1939 


has been awarded to Dr. Fewett for “vision and leadership 
in science and for notable achievement in the furtherance 
of industrial research and development in communica- 
tion.” This medal is awarded annually by a board com- 
posed of four representatives of each of four national 
engineering societies. Among previous recipients of the 
medal were Alexander Graham Bell, Thomas A. Edison, 
Guglielmo Marconi, fohn Ff. Carty and Michael I. Pupin. 
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Magnetic Shields for Transformers 


By W. G. GUSTAFSON 
Apparatus Development 


RANSFORMERS and coils 
used in telephone repeaters, 
and in the amplifiers of sound- 
picture and public-address systems, 
are frequently designed with mag- 
netic shields. Otherwise, disturbing 
fields caused by neighboring power 
equipment or by other amplifiers in 
the vicinity would induce voltages in 
the windings of the transformers and 
coils which would introduce noise and 
deteriorate the quality of the ampli- 
fied sound. As the gain of amplifiers 
has been increased, and also the de- 
mand for good quality, shielding has 
become increasingly important to 
protect against such fields. 
A transformer may be shielded by 
a case of high permeability. The 
shielding effect can be calculated 
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with the aid of general theory; but 
the calculation assumes theoretically 
ideal conditions and is only an ap- 
proximation for any actual design. 
The factors which determine the 
shielding efficiency are the mechanical 
construction of the case and of the 
core inside. Experience and theory, 
however, taken together enable the 
design engineer to make estimates 
satisfactory for practical purposes. 
The effectiveness of a shield at any 
point is measured by the ratio be- 
tween the original magnetic field to 
the field at the same point when pro- 
tected by the shield. With trans- 
formers, however, where the primary 
interest is the disturbing voltages pro- 
duced in the windings, it is convenient 
to define the shielding efficiency in 
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terms of voltages in- 


duced with the shield 


and without. The 


CORE bye 


shielding efficiency in > 
decibels willthenbe20 
og E,/E; is 2 
log E,/E; where Eis | PERMALLOY ne 
the terminal voltage moe 
due to the disturbing 2 [1 | 

S 40 
magnetic field with the 
shield removed and 435 
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the corresponding volt- 
age with the trans- 


FREQUENCY IN CYCLES PER SECOND 


former inside the Fig. 1—Shielding efficiency of a rectangular case of five con- 


shield. In addition, for 
the sake of definiteness, 
the transformer is assumed to be in 
the angular position with respect to 
the direction of the magnetic field, 
which gives the maximum terminal 
voltage. In the case of an unshielded 
shell-type transformer, for example, 
this angular position would be that in 
which the axis of the winding coin- 
cides with the direction of the dis- 
turbing field. 

The shielding efficiency versus fre- 
quency of a rectangular permalloy 
case, consisting of five successive 
layers of permalloy sheet 0.014 inch 
thick, is shown in Figure 1. These 


tiguous layers of sheet permalloy .o14” thick 


curves illustrate the effect of the core 
material on the shielding efficiency. In 
both cases the shielding at low frequen- 
cies is due mainly to the permeance 
of the shield, but at higher frequencies 
also to eddy currents. At approxi- 
mately 300 cycles a maximum is 
reached and beyond that the shield- 
ing efficiency decreases because the 
effective permeability of the walls of 
the shield decreases faster than the 
shielding efficiency due to eddy cur- 

rent increases. 
The curves of Figure 2 show shield- 
ing efficiency versus frequency for 
cylindrical cases, of 


permalloy and of sili- 
PERMALLOY CASE con steel, with walls 
4 35 WITH COVER . . h hi k Cc 
1/32 inch thick. Com- 
30 ~ ‘Parison between the 
curves shows the great 
> NO COVER advantage of perm- 
G 20 a alloy over silicon steel 
rs) =“ 
im and also the i increase in 
shielding that is gained 
Sas by adding a cover. 
w SILICON STEEL Figure 3 gives the 
x WITH COVER 
shielding efficiency 
0 versus frequency for 
50 100 200 500 1000 2000 5000 
FREQUENCY IN CYCLES PER SECOND a copper cylinder 1/16 


inch thick. The shield- 


Fig. 2—A permalloy case 33” thick even without a cover isa ing efficiency in this 


much better shield than is a case of silicon steel 
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another cylinder, a sub- 


stantial improvement 


rn is obtained, as shown 


COPPER NO _ COVERS 


~a| bycurvec. Still greater 
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shielding is given by 
three cylinders as 


1000 


a 100 200 500 
FREQUENCY IN CYCLES PER SECOND 


2000 3000 shown by curve D. The 
dimensions of the sec- 


Fig. 3—Shielding effect of a copper cylinder is due to eddy ondand third cylinders 
currents and is approximately proportional to the frequency were such that the 


eddy currents and curve B shows that 
it is approximately proportional to 
frequency, after the effect due to the 
open ends of the cylinder is eliminated 
by adding covers. Although copper 
gives a very low shielding efficiency 
at low frequencies when used alone, it 
is very effective under certain con- 
ditions as will be noted later in con- 
nection with Figure 4. 

A shielding efficiency of 20 to 50 
db is generally sufficient for trans- 
formers but occasions arise when 
much greater shielding is desired. To 
accomplish this by a single layer is im- 
practicable with magnetic materials 
commercially avail- 


ratios between the out- 
side and inside radii of the three 
cylinders and of the air-gaps between 
them were approximately in geometric 
progression. 

The effect of the copper cylinder 
between two permalloy cylinders, as 
shown by curve £, is an increase of 
from 15 to 20 db for frequencies be- 
tween 50 and 500 cycles per second. 
A further gain in shielding can be at- 
tained by using three concentric 
permalloy cylinders with copper cyl- 
inders placed between them. This 
arrangement will give a_ shielding 
efficiency that is of the order of 100 
db from 50 to 4000 cycles per second. 


able, and recourse is, 
therefore, to multiple 
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by Figure 4. Curve B 
in this figure gives the 
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shielding efficiency of 
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The No. 4 Order Turret 


By W. M. BEAUMONT 
Circuit Development 


HENEVER large num- 

bers of calls of a similar 

nature are made to a single 
establishment, the usual PBX facili- 
ties are frequently not suitable for 
providing some of the special features 
desired. For this type of service the 
order turret was especially designed. 
It is employed in brokerage houses, 
telegraph offices, department stores, 
taxicab offices and a large number of 
similar establishments. The needs 
vary somewhat with the type of busi- 
ness, and several types of order turret 
are available—two of them, the No. 2 
and the No. 3, have already been 
described in the Recorp.* The size of 


100 


these turrets and the features pro- 
vided vary, but in the two larger ones 
the incoming lines appear at many or 
all of the turrets, and are answered 
by any idle attendant. 

This feature has many advantages, 
especially when there are two groups 
of trunks to the establishment: one to 
the regular PBX and one to the order- 
turret positions. Under these condi- 
tions each group must be large enough 
to handle the busy load for its own 
class of calls, and since the busy 
periods may not coincide, a loss of 
efficiency, compared to that of a 
common group, is possible. For this 

*Recorb, March, 1929, p. 270; Sept., 1932, p. 2 
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reason it may be preferable in some 
cases to have all trunks terminate at a 
single PBX, and then to distribute 
the calls to the order-turret or other 
positions as required. Such an ar- 
rangement not only gives a more 
eficient trunk group, but simplifies 
changes in the number of order-turret 
sitions in use, which in many estab- 
lishments must be varied from time 
to time to meet their seasonal loads. 
To provide flexible equipment 
reached through the regular PBX, a 
new turret known as the No. 4 has 
recently been developed. It differs 
from the 2 and 3 types not only in this 
feature but also in that each regular 
order line from the PBX runs to only 
one turret and the distribution of in- 
coming calls is handled at the PBX 
switchboard. This gives assurance 
that the call is routed to an idle at- 
tendant, and also provides a ready 
means of determining the order-turret 
load from time to time. The use of the 
No. 4 order turret will vary, of course, 
with the type of application. In 
general any call may be handled by 
any order-turret attendant, but in 
some establishments, such as a very 
large departmentstore, 
certain order clerks 
may be assigned to 
handle particular kinds 
of merchandise; one 
group for groceries, 
another for men’s fur- 
nishings, and so on. 
Each order clerk will 
be provided with an 
operator’s telephone 
set and a small turret 
as shown in Figure 1. 
The turret is equipped 
with four three-posi- 
tion keys, three of 
them used for talking, 
and one for making the 
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position busy. When a key is up, in 
the “‘normal”’ position, that line is not 
in use. Moving the key to the “talk” 
position connects the attendant’s 
telephone set to the line, and if the 
key is moved further down to the 
“hold” position, the call on the line 
is held, and the telephone set is dis- 
connected so that it may be used on 
some other line. 

Key 1 controls the regular order- 
turret line, which appears with the 
other order-turret lines at the PBX 
board. Here the jacks may be grouped 
so that those for lines to clerks han- 
dling the same type of merchandise 
appear side by side, and above each 
jack is an availability lamp, which 
lights when the turret position is 
occupied and the line is not in use. 
When a call comes in, the operator 
connects it to a jack of the proper 
group, selecting a line whose avail- 
ability lamp is lighted. 

Key 3 controls an “‘overflow”’ line, 
which appears at each of a group 
of from five to ten turrets. A lamp is 
associated with this line at each 
turret, and lights when a connection 


is made to it at the PBX. Should a call 


Fig. 1—One corner of the No. 4 order-turret installation at 
Macy’s. A more complete view of this installation is shown 
in the photograph at the head of this article 
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come in to the PBX when all the 
regular lines to a given group of tur- 
rets were busy, the call would be con- 
nected to this overflow line. The 
overflow lamps would light at all 
turrets in the group, and the first 
order clerk to become idle would pick 
up the call. When any clerk moves the 
key of the overflow line to the “talk” 
position, the overflow lamp at all of 
the turrets is extinguished. 

Key 2 at the turret controls a 
regular PBX extension over which 
the order clerk may place outgoing 
calls. A dial is provided for setting up 
the call where dial service is employed. 
This line permits the order clerk to 
call the various departments in the 
store to obtain more detailed infor- 
mation. While placing such a call, the 
call on her regular line is held by 
moving the key to the hold posi- 
tion. After the desired information is 
obtained the key on line 2 may be 
restored to normal, permitting con- 
versation with the customer; or a con- 
ference connection may set up between 
customer, the store department, and 
the attendant by operating the keys 
on both the lines to the talk position. 
Line 2 may also be used for calling 
the customer when necessary. 

Key 4 at the turret is a “busy” key 
and is associated with a “busy” lamp. 
It frequently happens that for a few 
minutes after taking an order, the 
clerk may be occupied in making out 
order forms, and the purpose of the 
busy key is to prevent incoming calls 
during this interval. Depressing the 
busy key puts out the availability 


lamp for the line to this turret at the 
PBX, and lights the busy lamp at the 
turret. It does not, of course, put out 
the availability lamp for the overflow 
line, and thus a clerk whose turret 
has been made busy would be able to 
answer a call on the overflow line. 

One of the unusual features of this 
turret is the arrangement for signaling 
the attendant. Instead of using bells, 
buzzers, or lamp signals, ringing tone 
is heard over the headset. This ar- 
rangement not only avoids the noise 
of bells or buzzers, but eliminates the 
close attention of the attendant, 
which is required when a lamp must 
be watched. 

The order clerk’s telephone set is 
connected to the turret equipment 
through a plug and jack. Plugging in 
the telephone set lights the avail- 
ability lamp for that turret at the 
PBX, thus notifying the PBX oper- 
ator that the clerk is available to take 
orders. When the clerk leaves and 
pulls out the plug, the availability 
lamp at the PBX goes out. 

One of the great advantages of this 
new order turret is the flexibility re- 
sulting from its being based on an 
operating unit of one order clerk. The 
size of the installation may thus 
readily be extended or decreased to 
any desired extent. Although there is 
a secondary unit of turrets, because 
of the overflow line, which is common 
to a group of turrets, there is no need 
to expand or reduce the installation 
in units of five, since the overflow line 
may serve a group of any desired size 
up to a maximum of ten. 
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